22 November 1963 



From! Commander John H« EBERSOLEj MC^ USNj 495535/2100 

Acting Chief of Radiology, United States Naval Hospital, National 
Naval Medical Center, Bethesda, Maryland 

To: Roy H. KELLERMAN, Assistant Special Agent in Charge United States 

. Secret Service 

1. . The following nvimber and types of X-ray films were taken this date. 
Eight (8) 14 X 17 inch X-Ray film 
Six (6) 10 X 12 inch X-Ray film 


/s/ John H. EBERSOLE 
John H. EBERSOLE 
Commander, MC, USN. 

Acting Chief of Radiology 
USNH, NNMC, Bethesda, Md. 


Rec. by Roy H. Kellerman (s/s) 
U. S. Secret Service 
11-22-63 


CERTIFIEdJjcO be a TRUE COPY: 

C. B. galloway' ■’ 

RADM,:MC, USN \ 

Commanding Officer 

National Naval Medical Center 


X' 


TRUE COPY: 

'stover, 

fcAPT, MC, USN 
Commanding Officer 
U. S. Naval Medical School 
National Naval Medical Center 








